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The PtLw - HD-125, T**k Order 3 


Jleveaa&er 195® 


25X1 A9a 


Trip Beport, 06-h 


JU €la 13 BowwAhar 195® * visit mm asAs to tl m 
Philadelphia, Itennsylroiiis, to monitor the pB og n mm of B30-125, That 
Order % development of Agent VFO, OB-A. Participating la discussions 
concerning this project seres 



25X1A5a1 


25X1 A9a 

2* The tnitftfct C8-& prototype which Is being readied for delivery 
within the naaetl^i ^i y loe^br Inspected. Its wrtasanehip Is excellent 
25X1 A5a1 «®d the results '< of tests axe most, encouraging* Ho spurious 

r es ponses have been detected and the unit nay be eet to the desired 
frequency without aatoiguity. Tuner resettability error has been measured 
leas then 200 cycles at any setting. 

3* The contractor demonstrated the trsnemltter/adaptor which plugs 
into the 25-3, S*r~6 # or ST-6k crystal socket and connects to the <B-b 
with an ifc* low capacity cable* This adaptor saasurea 2-5/®* * 2-1/16* x 
1-2/5*. The pcaer adaptor wrtaicdx plugs Into the IONS power supply and 
gravida* operating voltages tor the QB-A and the trmumitteT/aamptar 
Measures SfF x l*3fk m x 1-3/8*. for WO operation the B#-6 and RT-6A 
oaclllntor circuit sunt be notified and a X3AL-WO switch installed. 

The 15-6 power supply requires no change whatever. 

A. The contractor ban found that no machine work will be needed 
to modify the KP-1 for QB-A operation. There are two unused pins at 
the BSP-3 power socket and he plans to use these to bring out tbe 
aweary voltages. A power edsptor similar to that used with the BP-6, 
but provided with a five-pin *T* connector, will be used with the 8P-1. 

5* The contractor's efforts to Modify the TJBSvll have bean 
frustrated by spurious oscillations within the transmitter when it is 
switched to WO Input, bet he has agreed to attempt to cure the problem. 
(Since the UHT-11 is in short supply, it has not bean possible to furnish 
tbe contractor with another unit). 
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25X1 A5a1 «®ecta to deliver the first CB-fc prototype, aloag 

*£th a aodlf iea 83M?, by 1 De cember 195&* ®se SHI he 

25X1 A5a1 agreed to a&rise ua of the firm delivery 

date a* early ia advance as possibl e so that a representative of the 
INI Ilia could he p resen t to reeatve test data first hand. 25X1 A5a1 


25X1 A9a 


OC-l/R+D-EP/WJS :mjr (20 Nov. 58 ) 
ce: 8+D Subject Pile 
Monthly Report 
*♦© lab 
OC-T 

B+D Chrouo 
TCP Chrono 
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